Declaration of Conformity / Konformitätserklärung 


(CE © 


We hereby declare that our product: / Wir erklären hiermit, dass unser Produkt 


CB radio 
ALAN 48 EXCELE 40 


satisfies all technical regulations applicable to the product within the scope of EU Council 
Directives, European Standards and ERC decisions/ recommendations;/ alle technischen 
Anforderungen im Geltungsbereich der EU Richtlinien, europäischer Normen und ERC 
Entscheidungen einhält: 


73/23/EEC, 89/336/EEC and 99/5/EC 
EN 300 135 -2, ETS 300 680-1, EN 60 950, 
CEPT/ ERC: T/R 20-02, ERC/DEC/ (96) 02, ERC/DEC/ (97) 10, and ERC/DEC/ (98) 16. 


All essential radio test suites have been carried out. / 
Alle für das Produkt vorgeschriebenen Funktestreihen wurden durchgeführt. 


ALAN Electronics GmbH 
Daimlerstr. 1k 
D- 63303 Dreieich 


This declaration is issued under our sole responsibility. Basing on the R&TTE directive and the 
ERC decicions about 40 CH FM CB radios ("CEPT-PR 27) the CB radio may be used in all EU 
member states (except Italy) + CEPT member states accepting the ERC decisions. An 
individual licence is required in Italy and for residents of B, CH, E, GB and some eastern european 
countries. / Diese Erklärung wird unter unserer alleinigen Verantwortung abgegeben. Dieses 
Funkgerät darf in allen EU Ländern (ausser Italien) und den CEPT Ländern, die ERC 
Entscheidungen über CB Funk ("GEPT-PR 27") akzeptieren, benutzt werden. In Italien besteht 
Genehmigungspflicht, ebenso für Bewohner von B, CH, E, GB, und einigen osteuropäischen Ländern. 


Point of contact/Ansprechpartner: Dipl.-Phys. Wolfgang Schnorrenberg 


Place and date of issue: 


Dreieich, 13.3. 2002 1 Miseler 


(Signature) 
Dipl.-Phys. Wolfgang Schnorrenberg 
ALAN Electronics GmbH 


